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MEMORANDUM FOR: Chief, Communicatione Staff, OSA 


SUBJECT: Collinge 768A Flectronic fata Processing 
Equipment 
25X1A 


1. Arrangements have been made with| sd collins? 
Washington representative, to have a complete Collins 768A 
temporarily stored in this building. This equipment is 
surplus to the needs of.the Air Force and is presently located 
in the Pentagon. 


2. This equipment will be transported to the CIA 
Headquarters Building from the Pentagon at no axpense to CIA.. 
it may be used by us, free of charge, for ni guecbrchag arb 
with existing or proposed communications equipment during 
this reriod. 


3. At auch time as another Collins 765A is available 
and inatalled at Weather Central (WECEN), Offutt AFB, Nebraska, 
request the meeps pac on loan to Communications personnel 
for experimentation be returned to the Automation Branch, SSA, 
for use in the Project Headquarters to WECEN EDP network. 
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Chief, Cperations Pivision, O54 
ce: 5/FA/OSA 
25X1A 


aB/op/osd________—ikb (23 July 63) 
Distribution: 
1 - C/COMMO/OSA 
- D/FA/OSA 
- C/OD/OSA 
- AB/OD/OSA 
- RB/OSA 
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